CNN Totally Didn’t Just Fire 100 People “Voluntarily” 
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CMM Decline Leads to Staff Layo: 





First published at 03:30 UTC on May 10th, 2019. 
Fake news outlet just voluntarily let dozens of employees which is totally not downsizing. 


#CNN #Layoffs #PinkSlip #FakeNews #Ratings 
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